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DPS -3109 
Copy 10 

8 August 1958 


The Ramo-Mooldridge Corporation 
los Angeles 45, California 

Subject* Contract Nos. A-101, A-102, A-103 and NX-A-501 


Gentlemen: 

Reference is n»de to your letter dated 1 August 1958, CMCC 
Doc. No. 151X5.1196 requesting approval of revised provisional 
billing rates retroactive to January 1, 1958. 


STATOTHR 


The following rates are hereby approved: 25X1 A 

Control Systems Division) 

Electronic Research Lab ) 

Communications Division 
Research and Development - 

Resident Field Engineering* •»»o.,.*.»o,»».oj 
Other ( In-plant) •»«••••••! 

Pilot Line 
Labor. ... 

Material........ 

Space Technology Laboratories 

General Research and Development...,...,, 

Physical Research Laboratories,.,., 

Electronic Instrumentation Company 

Research and Development. . • ...... ........ 

Production - Labor... .....o.. 

Production — Material Handling ...o.o..*«.*o| 

Reconnaissance Data Processing Project Office 
Research axri Development...... .....e,..... 

Corporate G & A 0 .......,o...o..........»*«.»o.< 

The aforementioned rates are for billing purposes only and are 
subject to further change. 
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SAPC-2^32 
Copy *3 of 10 
20 February 1958 


The Ramo-Wooldridge Corporation 
Los Angeles 45, California 

Subject* Contract Nos, A— 101, A— 102, A— 103 and NI-A—501 


Gentlemen t 


Reference is made to your letter dated 10 February 1958, 
(GHCC Doc. So. 15U5.974) requesting approval of revised 
billing rates for calendar year 1958* subject to revision as 
circumstances dictate. 


The following rates are hereby approved* 

Control Systems Division 

Communications Division j ! 

2 5X1 A 

Divisional ffi & 

Electronic Instrumentation Co. 'll I H*fj 

Production - Labor 

Production - Material ' , ' fi • • a| 

Corporate G 

Space Technology Laboratories 

The aforementioned rates are for billing purposes only 
and subject to further change. 


Very truly yours. 


STATOTHR 


Distribution* 



Contracting Officer 


25X1A 


25X1A 


25X1A 


25X1 A 
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